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The Scientific Advisory Board 
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Research Proposal (#279) from Sumner Wood, Jr., 
James L. Talbert and William F. Rienhoff, Jr. 




This proposal was handed to the Associate Scientific 
Director during the course of the last meeting of the Scientific Advisory 
Board on May 26, i960. It was not discussed at the meeting because copies 
were not ready for distribution. • =: 

The proposal has subsequently been studied by Dr. C. C. 
Little, E. B. Wilson and M. Cattell. These members of the Board consider 
the project so directly relevant and so timely that they have suggested ■ ’ 
that action be taken immediately by mail vote without waiting for the 
next meeting of the Board in late September. 

Will you kindly drop me a line at your early convenience 
to register your opinion? 


R.C.H. 
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Note: A minor modification is being suggested in line with general 
policy, to remove the item for Permanent Equipment from the 
total used as basis for the Overhead calculation. This will 
reduce Overhead to $846.00 and the total, to $8,486.00. It 
will also be ascertained 1 whether the budget proposed is 
expected to cover the entire 18-24 month period of study. 

R.C.H. 
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Source: https://www.industrydocuments.ucsf.edu/docs/jpllOOOO 



